DART AEROSPACE LTD Work Order: 
Description: Support Bolt Part Number: D5414-1 
Inspection Dwg: D5414 Rev: A Page 1 of 1 
INSPECTION SHEET 
: i 
arawin Tolerance C Accept | Reject Method af Comments 
Dimension Dimension Inspection 
2.42 +/-0.030 
2.315 +/-0.010 1 
1.89 +/-0.030 
1.640 +/-0.010 
1.11 +/-0.030 
1.030 +/-0.010 a 
0.940 +/-0.010 
0.80 +/-0.030 l 
0.100 +/-0.010 
@0.900 +/-0.010 
0.569 +/-0.010 
@0.375 +/-0.010 
0.05 +/-0.030 [M 
45° +/-0.5° 
@0.5990 +0.0000/-0.0005 
@0.500 +/-0.010 | 
0.400 +/-0.010 
2-20 UNF-2A -- 
MD 0.4987/0.4906 
MOW 0.5099/0.5056 | 
@0.125 +0.004/-0.001 
@0.170 +/-0.010 | 
60° 0.5° | 
135° 0.5° | 
0.313 +/-0.010 
0.313 +/-0.010 
0.157 +/-0.010 
0.157 +/-0.010 
RO.175 +/-0.010 
| 
| 
Measured by: Checked by: | QC Inspector: 
Date: Date: | Date: 
| Engineering Approval: Date: | 
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| 19.06.14 | New Issue 
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